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Private Advertisements and Miscellaneous 

Notifications 


MALABAR CANCER CENTRE 

GLOBAL TENDER NOTICE 

No. 2761/MRI/P2/11/MCC. 10th October 2011. 

Sealed and separate competitive tenders in two cover 
two bid system are invited from various firms related in 
the field, Established Manufactures/Authorized Suppliers 
for the supply of MRI Scanner at Malabar Cancer Centre, 
as per the details given below. The bid must be 
superscribed mentioning Technical & Price bids. 

Item description—Whole Body 1.5 Tesla Magnetic 
Resonance Imaging system. 

Quantity—1 No. 

E.M. D.—@ 2.5% of the tendered cost. The EMD 
should be in Demand Draft in favour of The Director, 
Malabar Cancer Centre, Thalassery, drawn from any 
Nationalized Banks in India. 


Cost of tender documents in INR—' 25,000 + VAT. 

Sale period—From 15-10-2011 to 14-12-2011 upto 
5 p. m. 

The completed tender documents will be accepted 
up to 5 p. m. on 16-12-2011 and the techinical bid will be 
opened in the presence of tenderers or authorized 
representatives on 19-12-2011 at 11 a. m. The price bid of 
the qualified tenderers will be opened at 11 a. m. on 
28-12-2011. The Director, Malabar Cancer Centre reserves 
the right to accept or reject any or all tenders without 
assigning any reasons and also the right to change the 
dates without assigning any reasons. 

For further details visit our website: www.mcctly.org. 

Thalassery, (Sd.) 

Kannur. Director. 










